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question  arising  out  of  the  recent  upheaval  in  the  Grant 
County  PUD  organization  that  resulted  in  dismissal  of 
the  PUD’S  attorneys,  Nat  Washington  and  James  ffickwire. 


and  the  resignation  of  Manager  Glenn  Smothers.  The 
probable  answer  to  the  question  is  *’no.”  In  fact ,  the 
PUD  has  received  one  written  proposal  for  managing  and 
underwriting  a  $200,000,000  bond  issue  for  the  project 
since  the  upsetting  chain  of  events  occurred. 

Here  is  what  happened:  (1)  Attorney  Washington  issued 
a  15-page  letter  accusing  Smothers  of  irregularities 
and  violations  of  state  law  in  awarding  equipment  con¬ 
tracts;  (2)  Smothers  denied  the  charges  and  offered  hie 
resignation  under  pressure  from  at  least  one  grange  and 
church  groups  in  I^Jhrata  and  Quincy;  (3)  Both  men  asked 
for  a  full-scale  investigation  of  PUD  affairs,  with  the 
result  that  the  first  grand  jury  in  Grant  County  since 
1917  will  be  convened  soon. 

Even  Washington  has  said  that  he  saw  no  basis  for 
criminal  action,  and  Smothers  told  a  McGraw-Hill  reporter 
that  he  had  confidence  that  the  grand  Jury  investigation 
will  clear  up  everything.  He  also  said  he  plans  to  make 
his  career  in  the  future  as  a  consultant,  and  will  not 
return  to  the  PUD  regardless  of  the  outcome  of  the  in¬ 
vestigation.  E.  B.  Gibbons  has  been  appointed  manner 
by  the  commission^  The  appointment  will  become  effective 
about  the  time  you  are  reading  this.  R.  R.  Ries, 
who  is  directing  construction  of  Priest  Rapids 
Dam,  has  been  ordered  to  proceed  with  plans  for  con¬ 
struction  of  Wanapum  next  year.  The  new  attorney  for  the 
PUD  is  Darrell  Ries.  no  relation  to  ft.  R.  Ries. 


*’In  20  years  our  industry  will  generate  about  three  trillion 


ours  of  electricity — five  times  last  yearns 
record.^oday,  the  industry  has  $36,600,000,000  invested 
in  plant.  In  1979,  the  investment  is ‘expected  to  soar 
to  $221,000,000,000.  We  are  most  optimistic  about  the 
future.”  These  are  the  words  of  J.  E.  Corette,  president 
of  Edison  Electric  Institute,  in  a  conference  of  EBI 
leaders  in  Butte,  Aug,  1. 

Present  for  the  top-level  discussions  were  Edwin 
Vennard,  managing  director  of  EEI;  Donald  D.  Hoover, 
information  director;  E.  M.  Naughton,  chairman  of  the 
PIP  steering  committee;  and  C.  J.  Bums,  senior  vice- 
president  of  Montana  Power  Co. 

Copper  prices  firmed  up  upon  the  threat  of  war.  Custom 

smelters  in  the  U.  S.  advanced  prices  to  261!4d»  Increases 
in  steel  prices  were  announced  to  offset  costs  from 
general  steel  wage  Increases. 


Among  the  signs  of  better  times  seen  in  recent  weeks  is 
the  reactivation  of  two  of  the  potlines  shut  down  by 
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Kaiser  Aluminum  &  Chemical  Corp.  earlier  this  year.  One 
potline  is  at  Chalmette,  La.,  and  the  other  at  Mead, 

Wash.  This  will  bring  the  annual  operating  rate  of  the 
company  up  to  about  80%  of  its  total  capacity,  from  a 
previous  71%. 

The  end  of  a  long  struggle  by  the  city  of  Tacoma  to  build 
the  Cowlitz  hydroelectric  facility  is  in  sight.  Injunc- 
tiohs  against  the  project  were  ordered  dismissed  by  the 
U,  S.  Supreme  Court,  and  Tacoma  is  now  negotiating  with 
the  state  fisheries  department  to  acquire  the  fish  hatch¬ 
ery  that  has  been  the  major  cause  of  the  hassle.  The 
delay  on  the  project  has  been  so  extensive  that  Tacoma 
has  retained  Harza  Engineering  Co.  to  bring  cost 
estimates  up  to  date.  In  fact,  the  delay  could  bring 
about  a  whole  new  financial  feasibility  study. 

California-Pacific  Utilities  Co.  will  sell  $2,500,000  worth 
of  convertible  debentures  to  five  insurance  firms  in  a 
private  sale.  They  will  bear  4.78%  interest,  and  be 
convertible  to  common  stock  between  Oct.  1,  1958,  and 
Sept.  30,  1968. 

A  rate  increase  of  an  average  of  8.54%  granted  B.  C. 

Electric  Co.  by  the  Public  Utilities  Commission  is  boiled 
down  from  the  company’s  request  for  12.18%.  Much  of  the 
trimming  will  benefit  people  who  use  a  small  amount  of 
electricity. 


*  «  *  « 


Pacific  Power  &  Light  Co.  and  the  Great  Northern  Railway, 
in  conjunction  with  the  Montana  Bureau  of  Mines  and 
Geology,  are  starting  a  five-year  -program  of  mineral 


ex-ploration  and  geological  mauping  in  the  three  north¬ 
western  counties  in  Montana.  Once  the  mineral  resources 
of  the  area  are  known,  there  may  be  a  basis  for  in¬ 
dustrial  expansion. 

Pacific  Power  &  Light  survey  crews  have  begun  laying  out 
the  route  for  a  230-kv  transmission  line  which  will  carr 
initial  output  of  the  Priest  Rapids  project  into 


Yakima  area.  Construction  of  the  40-mile  line  and 
its  two  terminal  substations  and  switching  facilities 
will  cost  an  estimated  $2,750,000.  The  line  is  scheduled 
for  completion  in  the  summer  of  1959. 

The  B.  C.  Power  Commission’s  first  31,500-kw  unit  on  its 
Upper  Campbell  River  development  went  into  regular  ser¬ 
vice  last  month.  Island  generating  capacity  is  now  in 
excess  of  225,000  kw. 
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The  Oregon  Water  Resources  Board  has  anuroved  the  56,000-kw 
Carmen-Smith  •pro/lect  •proposed  hy  t£p  Eugene  Water^A 
Electric  Board.  Estimated  cost  of  the  uro.lect  is  tl9.- 
660, ObO.  A  115-kv  transmission  line  would  connect  the 
hydro  project  to  the  Bonneville  grid.  Eugene’s  applica¬ 
tion  for  the  project  is  pending  before  the  FPC. 


Seattle  City  Light’s  Diablo  power  plant  will  increase  its 
rating  about  29,000  kw  upon  completion  of  modernization 
this  September.  The  modernization  program  has  included 
the  replacement  of  runners  in  the  generators  and  tunnel 
improvements. 


Southern  California  Edison  Co.  has  ordered  two  water-wheel 
generators  valued  at  approximately  $2,000,000  from 
Westinghouse  Electric  Corp.  The  units  will  be  for  Edi¬ 
son’s  Mammoth  Pool  project,  scheduled  for  completion  by 
May  1960. 


Dr.  Axel  Wenner-Gren,  Swedish  Jillionaire,  reporting  on 

studies  in  the  Rocky  Mountain  Trench,  700  miles  northeast 
of  Vancouver,  said  the  studies  have  yielded  ’’even  more 
than  we  expected. ”  br.  Wenner-Gren* s  company  is  studying 
the  possibilities  of  an  integrated  industrial  area  in 
Canada,  including  the  world’s  largest  single  hydro¬ 
electric  power  installation,  a  railroad  into  the  area, 
mines,  pulp  and  paper  mills  and  associated  industries. 

A  3,000,000-kw  potential  has  been  indicated  to  exist  in 
the  area.  Indicating  that  financing  was  no  problem, 
Wenner-Gren  outlined  this  target  schedule:  (a)  completion 
of  final  power  engineering  reports  this  summer;  (b)  1959 
to  be  the  year  for  study,  planning  and  decision  making; 

(c)  1960  to  see  the  beginning  of  the  actual  development. 


Use  of  electrical  power  in  British  Columbia  will  grow  nearly 
25  times  during  the  next  50  years,  from  a  present  load 
of  2,100,000  kw  to  47,900,000  kw,  according  to  C.  W. 

Hash,  director  of  load  development  for  the  B.  C.  Power 
Commission.  Hash  calls  for  coordinated  planning  of  future 
development,  and  asked,  ’’Can  you  imagine  the  high-cost 
chaos  which  will  result  if  the  developments  on  the  Co¬ 
lumbia,  Homathko,  Clearwater,  Fraser  and  Peace  Rivers 
are  built  by  separate  agencies  under  different  authori¬ 
ties?”  He  indicated  that  with  proper  planning  it  might 
not  have  been  necessary  to  build  large  gas  burning 
generating  plants  on  the  B.  C.  mainland,  or  an  oil 
burning  plant  on  Vancouver  Island,  at  the  same  time  that 
large  hydro  sources  were  going  undeveloped. 


Straight  two  wire,  220  ▼  for  lighting  instead  of  the  277  v 
is  being  used  by  Harold  Gerber,  electrical  engineer  of 
the  Coddington  Co.  in  San  Francisco,  in  the  design  of 
two  large  school  buildings  in  the  Bay  area.  Savings  in 
copper  and  conduit,  he  figures,  will  compensate  for  the 
added  cost  of  fluorescent  lighting. fixtures  to  obtain 
the  required  foot-candle  intensities  and  yet  hold  sur¬ 
face  brightnesses  within  acceptable  limits. 


A  bill  to  require  that  a  contrytor  -produce  evidence  of  a 
valid  state  license  in  California  before  being  issued  a 
building  permit  was  introduced  at  the  last  session  and 
passed  both  houses  without  difficulty.  The  governor  did 
not  sign  the  bill  but  it  will  be  reintroduced  with  some 
changes  in  language  objected  to  by  the  governor. 
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The  contractor  who  hullt  the  all-electric  Gold  Medallion 
model  home  and  exhibited  it  at  the  Los  Angeles  Home  Show 
in  June  wrote  20  contracts  during  the  show  for  $480,000 
in  business.  The  firm  estimated  when  all  leads  are  run 
down  it  will  write  more  than  a  $1,000,000  in  contracts. 

.  .  .  Shown  for  the  first  time  at  the  home  show  was 
Stanthony  Corp.’s  ’’electramic”  portable  barbecue  unit, 
usable  inside  and  outside  the  house. 


An  X-Ray  House  Medallion  Home  Exhibit  was  cited  as  an  ex- 
ample  of  industry  cooperation  outstanding  among  Boise 
Valley  home  show  exhibits.  Exposed  wiring  areas  were 
shown.  Electrical  contractors  Frank  Mitchell  of  Boise, 
project  chairman,  and  Carl  Young  headed  the  cooperative 
venture.  The  home  show  exhibit  project  involved  22 
electrical  contracting  firms,  four  major  electrical 
supply  distributors,  Idaho  Power  Co.  and  various  build¬ 
ers  and  decorators.  The  local  NECA  chapter  and  SRVEA 
assisted. 


The  Residential  Wiring  Handbook  has  now  been  accepted  as  an 
American  standard  by  the  American  Standards  Assn.  Pre- 
viously  known  a^ the  Handbook  on  Interior  Wiring  Design, 
its  new  name  is  ’’American  Standard  Practice  for  Residen¬ 
tial  Wiring  Design.”  It  may  be  amended,  likely  to  incor¬ 
porate  changes  in  the  proposed  1959  National  Electrical 
Code.  These  require  two  20-amp  circuits,  outlets  spaced 
on  closer  intervals  and  more  grounded  receptacles. 


An  ordinance  relating  to  the  noninterchangeability  of  cir¬ 
cuit  breakers  will  begin  beln«  enforced  as  of  Dec.  1  in 


Electrical  contractors,  plumbers,  the  AIA,  consulting  engl- 
neers,  sheet  metal  contractors  and  structural  engineers, 
working  as  a  construction  liaison  committee,  developed 
’’Suggested  Minimum  Standards  of  Performance  for  the  De- 
si/m.  Selection  and  Installation  of  Mechanical  Elec¬ 
trical  Work  in  Buildings”  which  are  being  circulated  to 
architects,  engineers  and  general  contractors  in  the 
San  Francisco  Bay  area.  Representing  the  electrical 
contractors  were  Everett  L.  Marshall  of  San  Mateo. 


Joe  Krivanek  becomes  mansiger  of  the  Sacramento  Valley  Chap- 
ter,  N!E(!!S,  about  Aug.  10.  He  has  been  assistant  manager 
of  the  Northern  California  Chapter  in  Oakland  and  will 
succeed  the  late  William  J.  Welsh,  who  died  in  an  auto¬ 
mobile  accident  last  month.  Krivanek  was  selected  from 
among  nine  applicants  by  the  chapter  officers. 


U.  S.  District  Court  ruli:^  in  a  case  brought  against  the 
Bakersfield  area  plumbing,  sheet  metal  and  the  electrical 
contractors  associations  relative  to  operations  of  their 
bid  depository  supported  the  idea  and  purpose  of  bid 
depositories,  although  it  enjoined  this  one  from  certain 
details  of  operation.  Another  significant  point,  it 
recognized  interstate  commerce  as  being  involved  and 
hence  under  jurisdiction  of  federal  courts. 


Electrical  Joint  Industry  Board  of  Arizona  proudly  makes 
known  its' activities,  its  purpose  and  its  accomplish¬ 
ments  in  a  handsome  new  brochure  just  issued  to  all  of 
its  ’’interested  friends”  in  the  industry  and  public.  In 
the  preamble  message  from  David  M.  Walkington,  president, 
”We  are  prepared  to  cooperate  and  participate  in  promo- 
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tional  and  other  programs  on  a  local  and  national  basis. 
We  shall  continue  our  research  work,  Journeyman  and  fore¬ 
man  training  and  apprenticesh^  training  for  the  benefit 
of  the  electrical  industry.”  W^t  the  board  also  does  in 
public  and  civic  affairs  and  interindustry  relations  is 
well  set  forth. 


Intermountain  Chapter.  HECA.  elected  H.  Ferd  Koch,  Electric 
Service  Co.  of  Boise,  as  its  president  at  the  annual 
two -day  meeting  held  in  Salt  Lake  City  July  11  and  12. 

He  succeeds  Robert  W.  Bauchman  of  Idaho  Falls.  Other 
officers  are  Leonard  Hall,  Rifle,  Colo.,  vice-president; 
I.  A.  Thompson,  Salt  Lake  City,  treasurer;  and  C.  I. 
Berrell,  Salt  Lake  City,  governor. 


Asaoolatlo: 

changes 


Mow  official  is  the  selection  of  Walter  Vance  Jr. .  Califor 
nia  Electric  Co.,  Oakland,  as  tlie  governor  for  the 
Northern  California  Chapter,  NECA,  to  succeed  Rudy 
Beard,  who  left  the  industry. 


Estimating  workshops  conducted  by  staff  members  of  NECA  and 
presented  in  Montana  and  Utah  will  bo  conducted  in  Oak¬ 
land  for  Alameda  County  Branch  of  NECA  the  week  of  Doc.  i 
and  for  Contra  Costa  County  Deo.  12  and  13. 


Amicable  split  up  of  the  San  Francisco  Electrical  Industry 
Depository  of  California  Inc,  seems  likely  as  meeti^s 
were  scheduled  to  set  up  a  separate  depository  for  the 
East  Bay  area  with  the  full  cooperation  of  the  San  Fran' 
cisco  membership. 


California-Nevada  conference  of  NECA  chapters  meets  in  San 
Diego  at  the  U.  S.  Grant  Hotel  Aug.  S  and  9.  .  .  Southern 
California  area  meeting  of  the  National  Association  of 
Electrical  Distributors  has  definitely  been  set  for  the 
El  Mirador  at  Palm  Springs  Nov.  11  eind  12.  Bill  Jewell, 
Western  regional  manager,  also  announced  a  meeting  in 
Great  Falls  Sept.  15  with  Ken  Parson  of  Glacier  State 
Supply  Co.  in  charge  of  arrangements. 


Salt  Lake  County  is  drawing  uh  au  ordinance  incorporating 
the  uniform  building  code  of  tte  Pacific  Coast  Building 
Officials  Conference  for  the  unincorporated  areas  aroii^ 
Salt  Lake  City. 


Summer  Market  Week  in  San  Francisco  brought  no  observance 
of  the  traditional  Appliance,  Radio  and  TV  Wednesday, 
culminated  originally  by  a  dinner  and  lately  by  Country 
Store  Right.  Major  manufacturers  had  already  held  or 
were  planning  their  own  product  showings  and  most  of 
them  have  given  up  their  booths  in  the  Merchandise  Mart. 
The  new  look  to  the  fourth  floor  was  appaurent  as  one 
stepped  out  of  the  elevator  and  found  carpets  in  the 
space  to  the  left  occupied  recently  by  Philco  and  at  one 
time  by  Frigidaire. 

Easy  was  still  in  its  central  location  and  a  number 
of  distributors  wore  open  for  orders.  Among  them  Gregnall 
was  showing  a  full  line  of  Sub-Zero  freezers  and  ihe 
Blackstone  line  taken  over  when  Lukanish  closed  his 
business.  Stereo  sound  demonstrated  by  Magnavox  and 
Featherstone  &  Salisbury,  got  attention  and  fl^estinghouse 
had  a  good  display  of  small  appliances  in  its  reduced 
space. 
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Stopper  among  the  major  appliance  showings  was  Tapnan * s 
Fabulous  400  electric  range.  Designed  for  hanging, 
recessing  or  mounting  on  a  cabinet  base,  the  unit  has 
a  built-in  look;  is  a  space  saver.  Surface  units  fold 
into  the  cabinet  below  the  chrome-lined  oven  and 
rotisserie.  The  unit  is  listed  at  f549.95. 


A  handsome  22-page  brochure  setting  forth  industrial  loca¬ 
tion  factors  in  Portland  and  Oregon’s  Willamette  Valley 
has  been  issued  by  the  area  development  department  of 
Portland  General  Electric  Co.  Scenes  in  color  of  spots 
within  the  company’s  service  area  illustrate  the  booklet. 


A  sales  increase  in  1957  of  1.4?6  over  1956  as  compared 
with  a  decline  of  2.8%  for  all  D.  S.  appliance -radio- 
TV  dealers  was  reported  in  the  NARDA  Costs-of-Doing- 
Business  Survey  covering  member  operations.  Dryers  and 
air  conditioners  reached  new  highs;  inventory  values 
were  up  2.1%  over  the  year’s  starting  figure;  inventory 
turnover  was  4.6%  for  1957,  4.2  in  1956;  operating  costs 
reached  a  new  high  of  32.3%  on  net  sales;  dollar  profits 
climbed  5.7%  above  1956,  although  21%  of  the  dealers 
reporting  showed  net  losses.  Single  copies  of  the  report 
are  available  from  NARDA  at  $1,  quantities  at  a  discount. 


Air  conditioning  was  the  home  improvement*  wanted  by  the 
largest  percentage  (69.73%)  of  the  80,000  entrants  in 
Home  Improvement  Coimoil’ s  ”How’ s‘ Your  Home?’’  contest. 

Half  wanted  improved  ventilation;  49.53%  woul.d  like 
adequate  control  of  condensation  and  humidity.  Asked 
about  appliances,  52.80%  were  interested  in  laundry 
equipment;  40.67%  in  a  dishwasher;  44.67%  in  oven  or 
range;  54%  in  freezers  and  refrigerators.  New  lamps  or 
fixtures  were  desired  by  48.22%;  adequate  electrical  sys¬ 
tems  by  34.67%;  improved  lighting  by  23.20%;  additional 
outlets,  strip  wiring,  switches  by  32.66%. 


Putting  its  promotion  of  natural  gas  in  ’’high  gear,”  Wash¬ 
ington  Power  Co.  has  announced  an  August  advertising 
program  in  cooperation  with  the  newly  formed  Inland 
Empire  Natural  Gas  Assn,  to  tell  the  advantages  of  gas 
heating  conversion  units.  This  promotion  will  not  affect 
the  company’s  program  on  electric  heat,  however,  ac¬ 
cording  to  Gordon  DeFoe,  general  sales  supervisor.  He 
reported  significant  increases  of  electric  heat  on  the 
WWP  system  during  the  first  six  months  of  the  year.  In 
the  residential  class,  527  installations  put  the  six- 
month  record  11.6%  over  the  same  period  of  1957.  Commer¬ 
cial  installations  increased  70%,  with  323  new  users. 

The  company  is  advertising  electric  heat  also  in  August; 
is  announcing  that  12,000  residential  and  commercial 
customers  now  enjoy  it. 


*  *  *  * 


Harvey  interests  in  the  Porcelain  Insulator  Corp.  have  been 
acquired  by  Joslyn  Mfg^  and  Supply  Co.  Harvey  and 
Joslyn  have  long  been  associated  with  manufacture  and 
sales  of  Pinco  products  and  change  in  stock  ownership 
will  have  no  effect  on  operation  of  the  company’s  Lima 
plant,  according  to  D.  H.  Osborne,  president. 


Expanding  its  manufacturing  facilities,  A.  B.  Chance  Co. 
has  purchased  JoslynMfg.  &  Supply’s  Chebalis,  Wash. , 
crossarm  plant.  It  will  be  operated  as  a  part  of  the 
American  Crossarm  and  Conduit  Division,  formed  last  June 
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when  five  American  plants  acquired  in  1957  were  dissolved 
into  the  Chance  Co.  The  new  plant  makes  a  full  line  of 
wooden  crossarms  and  related  items  and  has  extensive 
facilities  for  kiln  drying  and  pressure  treating. 


Thompson  Products  Inc.  and  its  Los  Angeles  affiliate,  Ramo- 
Wooldridge  Com*  have  signed  a  merger  agreement.  Oper- 
ating  under  the  name  Thompson  Ramo  Wooldridge  Corp. ,  the 
new  firm  will  have  combined  assets  of  more  than  $200,- 
000,000.  Ramo-Wooldridge,  which  also  has  manufacturing 
facilities  in  Denver,  was  organized  in  1953  to  engage 
in  electronics  and  other  fields. 


Mergers 

oontinue 


Another  merger  reported  last  month  consolidates  McGraw- 
Edison  and  National  Electric  Coil  companies-  Natiom 


.BUXgUIl  ttliu  rii.gUOX’XU  UOXX  UUUiptlUXgBe  nClUXUIUiX 

Coil  fabricates  its  own  copper  wires  from  rods  and  most 
of  the  insulating  materials  required  in  electrical 
windings. 


John  A.  Roebling*s  Sons  has  moved  into  its  new  office  and 
warehouse  ait  340  Roebling  Road,  South  San  Francisco. 


Rockbestos  Products  Co^.  moved  its  West  Coast  warehouse 
and  office  from  Oakland  to  Burlingame,  Calif.,  on  Aug 
1.  Twice  the  capacity  is  provided  at  the  new  location 
at  6  Guittard  Road. 


To  make  room  for  increased  business  in  hi-fi  and  lamps,’ 
Gough  Industries  will  open  a  new  warehouse  and  office  at 
Los  Angeles  in  September.  The  new  $500,000  plant  is  being 
built  adjacent  to  Gough’s  present  appliance  division. 


Graham-Reynolds  Electric  Co. j  organized  in  1904  in  Los 

Angeles,  has  decided  to  liquidate  and  dissolve.  Since  the 
death  of  its  founder,  Newton  W.  Graham  in  1952,  and  David 
A.  Smith,  general  manager,  last  year,  the  principal 
stockholders,  says  a  letter  from  Kenneth  N.  Graham,  pres¬ 
ident,  have  concluded  ”it  is  not  to  their  best  interest 
to  continue  in  the  business.” 


le-National,  manufacturer  of  conduit  fittings,  has  p 
chased  Steber  Mfg.  Co, ,  maker  of  lighting  equipment 
according  to  a  Chicago  Tribune  item. 


Northern  California  is  the  only  area  in  the  nation  where 
Sylvania  Home  Electronics  Division  has  felt  the  need  to 
sell  to  dealers  with  its  own  staff  instead  of  through  a 
distributor.  In  a  surprise  announcement  Aug.  7,  Sylvan¬ 
ia*  s  general  marketing  manager,  Robert  L.  Shaw,  said  the 
move  is  being  made  temporarily  until  ’’having  created  a 
high  degree  of  consumer  acceptance  for  our  products  in 
the  San  Francisco  market,  it  is  our  intention  to  appoint 
an  independent  distributor  in  the  market  at  the  earliest 
possible  date.”  Frank  Edwards  Co.  has  handled  the  line. 


Switches 

channels 


Early  attendance,  on  Sunday,  Sent.  21 j  at  the  Southwestern 
Section  annual  meeting  of  International  Association  of 
Electrical  Inspectors  is  advised  by  President  Barney 
Alverson  because  Disneyland  closes  at  7:00  p.m.  on 
Sundays  and  is  closed  Mondays  and  Tuesdays  beginning 
Sept.  14.  The  annual  meeting  itself  will  take  place 


Industry  N«wt  Latter  7 


August  15,  1958— Electrical  West 


\ 


Sept.  22-24  at  the  Disneyland  Hotel  adjoining  the  park 


Hew  yid  retiring  officers  of  Illuminating  Engineering  So- 
ciety  sections  and  chanters  held  another  highly  success 
ful  indoctrination  session  at  Monterey  under  the  di¬ 
rection  of  retiring  regional  Vice-president  Carlton 
Thompson  of  San  Diego.  Plans  for  the  forthcoming  year 
were  coordinated  (see  story  in  September  issue). 


**Deyil*8  cuss  box,**  to  which  directors  of  the  San  Fran- 
cisco  Electrical  Contractors  Assn,  contribute  when  their 
tongues  slip,  made  a  sizable  contribution  to  the  Shrine 
Children's  Hospital  recently. 


The  national  Society  of  Professional 
fall  meeting  6ct.  i33-l25  at  iHe  St 
San  Francisco.  Calif. 


gineers  will  hold  its 
'rancis  Hotel  in 


From  The  Desk  Of 

John  T.  Kimball,  President,  NELPA 


Appointment  of  section  and  committee  chairmen  has  been  made 
and  work  is  already  under  way  on  next  year's  meetings. 
Heading  up  the  various  functions  are:  Engineering  &  Op¬ 
erating  Section — Dix  Shevalier,  Montana  Power  Co., 
chairman,  and  W.  H.  Fisher,  California  Oregon  Power  Co., 
vice-chairman;  Personnel  &  Safety  Section — Morley  Fox, 

B,  C.  Mectrio  Co.,  chairman,  Roy  Elfstrom,  B.  C.  Elec¬ 
tric,  co-chairman,  Roland  Blantz,  Portland  General 
Electric  Co.,  vice-chairman;  Business  Development  Sec¬ 
tion — Frank  Reis,  Pacific  Power  &  Light  Co.,  chairman, 

R.  F.  Plymire,  Puget  Sound  Power  &  Light  Co.,  vice- 
chairman;  Accounting  &  Business  Practice  Section — Ed 
Duffy,  Montana  Power,  chairman,  Harry  Clark,  Portland 
General  Electric,  vice-chainnan ;  Purchasing  Committee — 
Roger  Hofacker,  Montana  Power,  chairman;  Public  Rela¬ 
tions  &  Advertising  Committee — R.  H.  Anderson,  Washing¬ 
ton  Water  Power  Co.,  chairman.  Will  Bowman,  Utah  Power 
&  Li^t  Co.,  vice-chairman;  Rate  Research  Committee — 
Leo  Aaltonen,  Puget  Sound  Power  &  Light,  chairman; 
Computer  Applications  Committee — J.  A.  Poison,  B.  C. 
Electric,  chairman. 


NELPA  territory  was  expanded  recently  and  Calgary  Power 
Ltd.,  Calgary,  Alberta,  was  welcomed  as  a  new  utility 
oompsny  member.  NELPA  Executive  Manager  A1  Erieg  visited 
A.  W,  Howard,  general  manager,  and  other  company  offi¬ 
cials  during  the  first  week  of  August  to  help  integrate 
Calgary  Power  people  into  NELPA  activities. 


It  is  a  pleasure  also  to  welcome  as  new  members  of  NELPA: 
C.  C.  Moore  &  Co.  Engineers  Inc.,  represented  by  David 
W.  Harris,  manager,  Seattle;  and  Booz,  Allen  &  Hamilton 
management  consultants,  represented  by  Harry  J.  Prior, 
Seattle;  and  General  Electric  Co.,  Sales  and  Distribu¬ 
tion,  Salt  Lake  City,  represented  by  R.  R.  Strachan, 
district  manager. 


At  our  Sun  Valley  meeting,  a  new  president  of  NELPA  will  be 
elected.  Therefore,  I  would  like  to  take  this  opportunity 
to  express  my  appreciation,  particularly  to  the  section 
and  committee  chairmen,  and  to  the  board  members,  for 
the  splendid  job  they  have  done  through  the  association 
this  past  year  in  furthering  the  alms  and  benefits  of 
the  electrical  industry.  My  thanks  go  also  to  Electrical 
West,  its  staff  and  to  numerous  other  people  who  have 
made  this  year  an  enjoyable  one  for  me. 
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